claim that he deserved better than to be sent to set jacks in the mud-
hole that was the Union 1 section.  Blevins and White backed up Kilbourne
and Tom White and made clear to Bryant that if he persisted in his refusal
to work on the section he could expect disciplinary action.  Bryant, who
by this time felt they were ganging up on him, said he was going to the
bathhouse to change and go see a doctor. He said he would return with
proof that he was too sick to work. He also offered to take White with
him, an offer that White declined because he did not believe Danny was
sick.  According to Bryant, this exchange with management was the first
time he felt he was being harrassed for making a complaint about working
conditions.

Bryant took a shower and changed into his street clothes. He told
some of the day shift miners, including Harlan Hall, who also had had a
disciplinary discharge, about his run-in with White.  In the meantime,
Lloyd White, Tom White and Lewis and Cecil Blevins tried to realign the
work crews so that at least one of the production sections could run coal.
Before a final decision was made on how to operate, Lloyd White told Cecil
Blevins to go to the bathhouse and once again order Bryant to set'jacks.
If Bryant still refused, Blevins was to tell him to report to White before
he went home.  Cecil Blevins did as instructed and when Bryant again
refused an order to set jacks Blevins told him to report to Lloyd White,
which Bryant did.  Bryant said that at this point he felt he was being
unnecessarily harrassed and that they should have taken his word for the
fact that he felt too weak to set jacks.  He felt management was just out
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n.  He, Blevins and White argued, rather excitedly, over Bryant's
